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Digital Computer Xiftborfttorsr 

Massaohusetts Institute of Teojtoology 

Cambridge 39, Meesaohusetts 



Toir (^oup 6345 and Prograssoera 

Fromi M* Solondtay H* Bello, A* Sham 

Datet May 9, 1955 

SUBJECT! HDTBS OH TAPE RDCM OPERATING PROCEDPHB 

Perfomanoe Begueeta 

Before a request la suteitted it must be approved by one 
of tbe folXoidngt a staff member, the tape room supervisor^ Joe 
Thompson, or an operator« 

Once a request has been entered in the operators* book 
it must HOT be modified without first oonsulting the operator ca duty* 

All forms of output, i.e., magnetic tape, direot printer, 
soope and oamera, and fp tapes, must be indioated on the performanoe 
request* Also, the number of feet, lines, or frames to be used should 
be speoifiedo 

Stops must be indicated on the request* 

Tapes must be marked fo, fb, fp, or std* on the performanoe 
request* 

Tapes 

When tapes are taken from the files liy a programmer he must 
put a green card in the box to indioate he has the tape* 

Tapes should HOT be taken from the operators* box whether it 
be in the tape room or the computer room without first oonsulting the 
operator on duty* This will avoid wasting machine time due to the 
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lastiidnuto disappearanoo of neod«d tapes. 
fp Tapes 

All requests for fp post-mortens must be written on the 
performanee request* 

fp tapes should be nrltten as foUovs (see Memorandum 

M«e683» p. 15) t 

fp Tape title Haax^ 

Uttdium if oUtnar than delayed 

BUniber system if not decdaal 

first register aode last register^ 

TWminated by tee slashes (no oarriags return) 

EacsBiplet 

fp 10(M>-000 sactTB^ 
100 gd 400fi 

IRien sn fp tape is requested a BUV illl be given auto* 
nstically* 
PsTformsnoe Requests for Tapes with Uultiple Start At<s 

If it is desired to run an fe tape whioh contains more than 

one "START iT**» it is neoessary for the programmer to specify on his 

performanee request whether he desires all of the seotions of the tape 

to be eoBverted as a group or to be oonverted separately. To have the 

seotions converged as a gtoup, the programmer should write a braoket 

after the tape numberf ••g** 

fo 100-0«o} RI RS (All seotions read«in) 
uriting fo 100«0^ RI RS will oaxise only the first section to be 

read in* To read in eaoh section independently^ the pro^araaer should 

write an RI for eaoh section desiredi o.g.f if there are three seotions « 

then write 

f o 100«-0«iO RI RI RI RS 



